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|. THE EXISTING HOLES MAY HAVE TO BE ELONGATED IN ORDER TO 
SATISFY THE 2.25 IN. DIMENSION REQUIRED FROM CABINET FRONT, 


2. ALL DIMENSIONS ARE IN INCHES. 


DATA SET 101A, 
ON 28 TYPE CABINET 


